Imagine how much 
Einstein would have achieved 
with ALBERT! 



‘Available For: 
Apple II + 

Apple He 
Atari 800 
Atari 800 XL 
Commodore 64 


Create your own scientific experimentation laboratory with your personal computer* and ALBERT. Davton Electronics 
LTD. is proud to introduce ALBERT, a highly versatile "real world" interface with 8 different I/O functions, featuring easy 
connection through the joystick port of your computer. Also included is complete documentation and demonstration 
software on disk so you can begin using ALBERT immediately. Application notes written by Technical Innovations and 
ALBERT users complete the package. 

And now for the challenge...you add your own creativity. Probe, gather and analyze data while you perform your 
own experiments and add to this impressive list of ALBERT applications: 


Intelligent security systems 
Energy management 
Biofeedback 

Skin resistance 
Pulse monitor 
Meteorology 
Temperature 
Relative humidity 
Wind speed 
Wind direction 
Barometric pressure 
Rain gage 

Electrical measurements 
Voltage 
Amperage 
Resistance 

Oscilloscope (DC to 20 Hz) 


Scienpe experiments 
pH 

Speed 

Calorimetry 

Heat of reaction 
Heat capacity 
Heat of fusion 
Tachometer 
Photovoltaic cells 
Photoresistors 
Photodiodes 
Thermoelectric devices 
External device control 
AC power 
DC power 


8 Different I/O Functions: 


1 Digital output with status LED 

1 Digital input 

2 Temperature probes (- 9 to 170°F - 23 to 77°C) 
I 0 to 1 volt DC input 

I 0 to 5 volt DC input 
1 0 to 10 volt DC input 
1 - 5 to 5 volt DC input 
1 0 to 250K Ohm input (150K for Apple) 


Davton Electronics has available a complete line of low cost accessories for ALBERT to expand your home laboratory 
and provide you with even more hours of rewarding, educational and functional experimentation. 

You owe it to yourself to compare ALBERT to other experimentation software. No other product offers all of this 
flexibility for $89.95. 





The new ALCULATOR is a lot more than just a marvel of 
scientific technology. It's a lot more than just an excellent con¬ 
versation piece. The ALCULATOR is a pocket sized battery 
operated computer which accurately and easily lets you 
know how much alcohol is too much before the party begins. 
After only four simple settings on the control panel; body 
weight, number of drinks, type of drink and period of time over which the drinks will be consumed, the lighted display 
panel flashes green, a yellow caution light when your limit nears, or a definite red stop when enough is enough. 
Everyone in the group can try it, there is nothing to blow through, and results show before the alcohol does. Recent 
tests have shown the ALCULATOR to be a very reliable gauge of alcohol limits given the variables indicated on the con¬ 
trol panel. At parties the new ALCULATOR will be the center of fun while at the same time discreetly informing your 
guests of their own alcohol limits. And, with the advent of the new and tougher drunk driving laws, the ALCULATOR 
is an invaluable aide in avoiding the heavy penalties for mixing alcohol and gasoline. For glove compartment, briefcase, 
just around the house, or a perfect gift, the ALCULATOR is an idea whose time has come. 

Now you can know when to stop before you Stop—or before you're stopped. 

The ALCULATOR. Mail your coupon today! 


□ Please send_ALBERT(s) at $89.95 ea_ 

□ Please send information on ALBERT accessories. 

□ Please send_ALCULATOR(kits) at $29.95 ea._ 

Ohio Residents add 5V2% Sales Tax_ 

Shipping & Handling $2.00_ 

Total_ 

Enclose Payment to DAVTON Electronics UD 
□ Check or Money Order □ Mastercard □ Visa 

Card Number_Expiration Date_ 

Signature___Phone Number_ 

Ship to: Name_ 

Address_ 

City_State_Zip_ 

DAVTON ELECTRONICS LTD. • 1020 Huron Rd. #222 • Cleveland, Ohio 44115 
ALBERT and ALCULATOR are in demand. Please allow 4-6 weeks delivery. 
DAVTON Electronics Ltd. is not affiliated with ALPHASYSTEMS. 





